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28 June 1963 


MEMORANDUM FOR: 


Director, National Photographic Interpretation 
Center 


ATTENTION 


SUBJECT 


: Residual Inventory Contract BB-425 
Task Order No. 2 


1. Purs uan t to telephone conversation between Messrs. 

| ' 1 attached is the complete residual inventory 

on Task Order No. 2. Your comments on the likelihood of whether 
such accumulation was necessary and desirable will be appreciated, 
as well as your opinion as to whether or not these items might be 
used In the proposed image enhancement viewer. As you are aware, 
your activity has indicated that the items reported on the initial 

inventory (those marked with a single asterisk) can be utilized by * 

The same people might be shown the complete list to determine whether 
any additional items can be profitably utilized in the event that Audit 
and Contracting Officer determinations are to the effect that these 
items are proper charges to Task Order No. 2* 


2. It ma y be advisable to get t ogether with 


of this office and 


liter Bill’s visit to the Contractor. 


SIGHED 


Chief, Contracts Division 
(Special Activities) 


Attachment: 

As sta ted 
CD/ OSAl 

Dist: 
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BB-Vl-f I 


Part Ko. 

Description 


P.O. NO, 

Vendor 

Amount 

F-olu 

Transformer Triad 

1 

91116 

Electrical Supply 

$ 10.20' 

CZ-20-A 

Plate, Alum. (4"x6 ,, xl/2") 

2 

90793 

Pic Design 

27.00 

AQ-3 

Plate 3caring Ht. 

4 

90793 

Pic Design 

15.60 

J2-1C0 

E 2-7 

Gear Hub Less Alum 43 Pitch 

ICO Tootli 

1 

90793 

Pic Design 

3.30 

E2-7 

Ball Tearing 

4 

90793 : 

Pic Design 

15. A' 1 

HS1I-12R-130 

Kinark-Shunt Wound Bodine 




V 


D,C Motor W/5ft. Cord 

1 

90794 . 

Empire Electrical Co. 

51.52 

SH-12 

Kinark Motor Controller 

1 

90794 

Empire Electrical Co. 

56.89 


Cord 

1 

90794 

Empire Electircal Co. 

2i. 50 

V3-2 

Gear 

1 

90769 

Pic Design 

5.88 

ST-40A 

Swi tch-Toggle-SPST 

6 

90793 

Electrical Supply 

11.04 

ST -5 OK 

Switch -Toggle -DP ST 

6 

90793 

Electrical Supply 

14.76 

ST-50N 

Swi tch-Toggl e -DPDT 

6 

9079S 

Electrical Supply 

17.82 

2CxL037 . 

Pulley 

2 

90788 

Levis Tracy Co, . 

4.48 

120xL037 

Belt ■ ■ ' ■_ 

1 

90733 

Lewis Tracy Co. 

1.32 

AS -15 " 

Precision Shaft 

8 

90766 

Fic Design 

3. 60 

2100T24/8 

G. E. Lamp 

1 

90549 

G. E. Supply 

37.00 

J.29B5 

• P.ectif ier-0-29V Output (48 AMPS) 

2 „ 

90344 

Radio Shack 

12.86 

PRS-1370 .. 

Capaci tor-15GIS’-30V 

o 

90544 

Radio Shack 

1.36 

J-116-B5 

Rectifier-llOV AC IM-115V DC OUT 

■ 

- ■ •• ■ 



4.8 'AMPS. 

2 

90544 

. Radio Shack 

' 45.82 

PRS-1510 

Capaci tor-lCCHF-150VDC 

2 

90544 

Radio Shack 

2 J 

F-106-K 

. Capaci tor-iCKF-600VT>C 

2 

90544 

Radio Shack 

13,22 

R6K 

Ball Bearing 

6 

90511 

Barden 

* 28.32 

SFR6S 

Ball Bearing 

13 

90511 

Barden 

158,76 

10L050 

Pulley 

2 

90542 

Lewis Tracy Co. 

3.72 

24L050 

Pulley 

2 

90542 

Lewis Tracy Co. 

7.48 

1S7L050 

Belt 

3 

90542 

Lewis Tracy Co. 

8.52 

B-2130-240G 

Motor Bodine s 

1 

90543 

Empire Electrical 

51.52 

SA3-S0-3-53B 

Brake-Spring Applied 

2 

90779 

Simplatrol Prod, Corp, 

137.00 

** 

Lens-Pro Rap tar F4.5 3-l/2 ,, F 5 L e 

1 

90755 

Smith Photo 

67.05 

•irk 

Lens-Pro Raptar F5.6 6-5/8 F,L. 

1 

90755 

Smith Photo 

94.50 


?inion-16T i” PD 

2 

91378 

Chandlcr-Farquhar 

18.40 

■ ' ■ - 

Gear-64T 4"P? 

2 

91378 

Chandler-Farquhar 

4.90 

* 

' Lens-Cine Ehtar25ma Fl.9 

1 

90795 

Smith Photo 

78.00 
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Parc Ho. 


irk 

* 

* 

1C22 

1G22 

1C23 

1C23 
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Description ' 

Lcns-Cinor Paillard 25m PI. 4 
Lens-Xenon-Schneider 25m FL.4 
3 , xl/2" Square Stock Aim, 
6063-T5 

Aluminum Stock 


1/2"x4 , x4' 
6061-T5 
1/4"x4 , x4' 
6061-T6 


Aluminum S took 


l 

1 

1 

1(112-0 

1(565 ) 


3/4“ Aim. Pipe (l.D. .824x12 LG) 12Ft, 
Cutting Charges 
Lens-Svitar 25m Fl.4 
Lens -nine tol TTH-3A 75m Fl.8 
Lens-Zeiss Biotar 2sm FI.h 
T ransioraer 607-33-1/ 3A-2 rOOi? 

600-111 • . 

Schematic for Above 
Reactor R-2100Z? AC Load 
3GHA DC Control 
Schematic for Above 


1 

1 

1 

1 

1 

1 

1 


P.0. HO. 

Vendor 

Amount 

90795 

Snith Photo 

$ 124.50- 

90795 

Smith Photo 

79.70 

91146 

Edgecomb Steel 

5.00 

9052v 

Edgecoab Steel 

93.34 

d 

90525 

Edgeconb Steel 

49. A 

90525 

Edgecoab Steel 

7.46 

90525 

Edgecoab Steel 

5.00 

91111 

Snith Photo 

168.00 

91111 ‘ 

Smith Photo 

243.00 

90765 

Smith Photo 

149.00 

82334 

Precision Electronics 

95.00 

82334 

Precision Electronics 

17.00 

82034 

Precision Electronics 

126. SO 

32334 

Precision Electronics 

17.00 
$ 2207.51 






:sidual Inventory Previously Subnitted on DD-543 Form. 
; ted 11 February 1963 


ditional Residual Inventory to be Subnitted 


nn nn-543 Form. 
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